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1930247 X-King Caledonia Bed -CG 
1930234 X-King Caledonia Bed -WN 
1930221 X-Queen Caledonia Bed -CG 
1930218 X-Queen Caledonia Bed -WN 
1930726 X-Full Caledonia Bed -CG 
1930739 X-Full Caledonia Bed -WN 

Parts list (Pieces) 



(X-Lit Caledonie 
(X-Lit Caledonie 
(X-Lit Caledonie 
(X-Lit Caledonie 
(X-Lit Caledonie 
(X-Lit Caledonie 



TG2pl. -cogn ac) 
TG2pl.-noyer 
G2pl.-coganc) 
G2pl.-noyer) 
2 places-coganc) 
2 places-noyer) 



Headboard 


Tete de lit 


lx 


Footboard 


Pied de lit 


lx 


Side Rails 


Traverses laterales 


2x 


Slats 


Traverses 


4x 


Centre Slat 


Traverse centrale 


lx 


Leg Supports 


Pieds de soutien 


3x 



* Please make sure that you have all the parts 
indicated before you begin assembly of this item. 

* This item should be assembled on a soft surface 
to prevent scratching the finish during assembly. 

* This item may require periodic tightening. 



* S'assurer d'avoir toutes les pieces et la quincaillerie enumerees 
ci-dessus avant de proceder a I 'assemblage. 

* Cet article doit etre assemble sur une surface lisse afin d'eviter 
de I'abimer au cours de I 'assemblage. 

* Cet article pent necessiter un resserrement periodique. 



Hardware Illustration (Illustrations de la quincaillerie) 
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NOTE : 



Les patins reglables situes sous les pieds de 
soutien peuvent etre ajustes si necessaire. 
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